BILL NO. S-71-09- 


SPECIAL ORDINANCE NO. S- 7 ^ 9 - 7 / 


AN ORDINANCE approving an Agreement with MICK 
& ROWLAND, INC. for engineering services in 
connection with the St. Joe Interceptor Sewer. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. A certain Agreement approved August 25, 1971, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Work, and MICK & ROWLAND, INC. for engineering 
services in connection with the St. Joe Interceptor Sewer at a 
cost of $1,930.00 per mile, all as more particularly set forth in 
said Agreement, which is on file in the office of the Board of 
Public Works and is by reference incorporated herein and made a 
part hereof, is hereby in all things ratified, confirmed and 
approved . 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



/ 



Read the first time in full and on motion by 





seconded by 


and duly adopted, read the second time by title and referred 



to the (Committee on) 

r^mp-igcinn . . fnr rprnmmpnH a t lo fO — (and 

-afe-t he Council Chambers, City Hall, Fo rt Wayne, Indiana, on 

day of 


_the 

t^Mv-r^rSTTT 
Date : 


IT 


, at 


“O^clock 


7~ //~7/ 


Read the third time in full and on motion by 


City Clerk 

$)■ 


y 


seconded by 




Passed (SOST) by the following vote: 
AYES , NAYS C , 


7 

and duly adopted, placed on its passage. 


ABSTAINED 


ABSENT 


f to -wit: 


Adams 

Dunifon 

Fay 

Geake 

Nuckols 

Robinson 

Rousseau 

Steigerwald_ 

Tipton 




LS 


Date 


Cj- t - S- * 7 / 





City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
.(Zonin g Map) (General) (Ann e xation ) (Special) ( Appropriation ) Ordinance tResolution) No.T / 


on the 7-tT 





Presiding Officer 


1 lb- 


Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the ?- <7 day 



1 


Bill No. S- 71-09-08 

REPORT OF THE COMMITTEE ON CITY UTILITIES 

We s your Committee on City Utilities to whom was referred an Ordinance 

approving an Agreement with MICK & ROWLAND ? INC, for engineering services in 

connection with the St. Joe Interceptor Sewer , 



DATE FUAD G. BONAHOCM, CITY CLERK 


